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Subject: EPA: Spill much worse than feared 
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<p>Officials from the Environmental Protection Agency said Sunday that the Gold King Mine 
discharged an estimated 3 million gallons of contaminated water, three times the amount 
previously believed.</p> 

View article. .. 
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